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EXISTING BENCHMARK 

EXISTING CATCH BASIN 

EXISTING DRAINAGE MANHOLE 

EXISTING ELECTRIC MANHOLE 

EXISTING HYDRANT 

EXISTING UGHT POLE 

EXISTING SANITARY MANHOLE 

EXISTING SIGN 

EXISTING DECIDUOUS TREE 

EXISTING TELEPHONE MANHOLE 

EXISTING TRAFFIC SIGNAL CONTROL BOX 

EXISTING MONITORING WELL 

EXISTING TRAFFIC SIGNAL HEAD 

EXISTING TRAFFIC SIGNAL POLE 

EXISTING UTILITY POLE 

EXISTING WATER SHUT OFF VALVE 

EXISTING WATER VALVE 


CITY OF TROY ZONING DISTRICT: 

HWD (HOOSICK STREET WATERFRONT DISTRICT) 


ZONING REQ: 

REQ: 

PROPOSED 

MIN. LOT SIZE 

NONE 

2.94 AC 

MIN, YARDS 



FRONT 

20 MAX (NO MIN) 

3 FT 

SIDES 

NO MIN 

333 FT 

REAR 

20 FT 

142.1 FT 

MAX LOT COVERAGE 

80% 

<80% (56%) 

PARKING SPACES 

NOT SPECIFIED IN CODE 

131 PARKING SPACES 


Proposed Mixed Use Residenitial Building 

425 River Street, Troy, NY 

FIRST COLUMBIA 
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518-231-1000 

www.firstcolumbia.com 


LAYOUT-1.0 

SCALE: 1"=20' 4.2.19 

Copyright © 2019, First Columbia LLC 















































































































































































































































































